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A sufficient production, test and operational database is now available to 
permit design technology optimization for the next decade. The evolved 
battery cell design features standardized technology intended to support 
multiple type missions (e.g., both GEO and LEO). Design analyses and 
validation test cells demonstrate improved performance plus attractive 
specific-energy characteristics will be achieved. 
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